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Home (General ) Department 


Order 


No. 3 / 7 / 85 -HD (G ) 


în exercise of the powers conferred by sub -section ( 1) of 
section 3 of the Goa Essential Services Maintenance Act, 1988 
( Act 20 of 1989 ) , the Government of Goa , being satisfied 
that in the public interest it is necessary and expedient so 
to do , hereby prohibits strike in the Directorate of Fire and 
Emergency Services of Goa and all or any of the Fire 
Stations under its control. 


By order and in the name of the Governor of Goa . 


G. P. Chimutkar , Under Secretary ( Home) . 


Panaji , 8th January , 1993 . 


Notification 


No. 3 / 7 / 85 -HD (GY 


In exercise of the powers conferred by sub - clause ( v ) of 
clause (a ) of sub -section ( 1 ) of section 2 of the Goa Essen 
tial Services Maintenance Act , 1988 ( Act 20 of 1989 ) (here 
inafter referred to as the said Act ) , the Government of 
Goa , being of opinion that strike in the Directorate of Fire 
and Emergency Services of Goa and all or any of the Fire 
Stations under its control, would result in the infliction of 
grave hardship on the community , hereby declares the Direc 
torate of Fire and Emergency Services of Goa and all the 
Fire Stations under its control, to be an essential service 
for the purposes of the said Act. 


By order and in the name of the Governor of Goa . 


G. P. Chimulkar, Under Secretary (Home) . 


Panaji , 8th January , 1993 . 
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